C-10 — University  Methodist  Church 
University  of  North  Carolina, 
Chapel  Hill,  N.  C. 


METHODIST  CHURCH  at  the  University  of  - 

North  Carolina  in  Chapel  Hill  was  completed  £ 

in  1927  at  a  cost  of  $231,000  and  dedicated  in  °. 

1935.  It  is  of  Colonial  design  and  its  lofty  < 
spire  dominates  the  village. 
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